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BH 120'S DISPLAY TEST 
*SHELF DISPLAY ILLUSTRATION 


(MENTHOL) 



*Only KIMTHOL brands are to be put on this shelf. 


Source: https://www.industrydocuments.ucsf.edu/docs/jlkj0004 
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